ETag: "74c66692ba8a111a65742a0981893ee1"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 15538
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Chief Judge Joseph N. Laplante
x-archive-meta-case-cause: 42:2000 Job Discrimination (Sex)
x-archive-meta-case-name: Masso v. City of Manchester et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: nhd
x-archive-meta-date-case-filed: 2011-07-28
x-archive-meta-date-case-terminated: 2012-07-16
x-archive-meta-docket-num: 1:11-cv-00370
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Both
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 442 Civil Rights: Jobs
x-archive-meta-pacer-case-num: 36971
x-archive-queue-derive: 0
x-upload-date: 2013-04-25T19:47:57.000Z
